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‘“When the plant engineer has a real 
tough problem to solve he always goes 
up there to think on a higher level.’’ 
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Production Contro Aug. BR 
Production and inventeny Control 


“For Start- 


Production and Forecasting, Fien- 
ning and Control pt. 
Production Management in Small | 

Plants 


BR 


R 1 
Production, “Planning for Peak Dec. BR 
— 


Production Maintenance, 
How You Can ell pike Sept. 
Protecting Door Pram Oct 
Protection, Push Satan, Against 
Accidental Switchin an 
Protects, “Wall of 
Pump ee Fuel, Inserts Used 
to Salv ‘ 
Pump, Drought Without a. 
Pump, Fire-Fighting, Basks in Sun 
a a | 


Pump, “Hot ‘Salts Bath 

Pump- -Turbine Combination. 
“Through-Put” Increased by 

Pumps, Priming Centrifugal F 

Pumps, Centrifugal, Replacing 
Worn Shaft Sleeves on Ss 

Push-Button Pickling Feb 

Push Button Protection Against 
Accidental Switching Jan 


Quality Control -eeMay BR 

Quality Control Handbook ....Nov. BR 

Quality Control, How Plant —— 
neers Should Utilize 


R 


Rack, Handy, for Motor Brackets..Oct. 
Pipe, Stairways, r'vVe........OCt. 
Heat Treatment, Sugar 


Ge 
Radiant Reflector. ‘Speeds Printing 
Production ..Ma 
Radiation, Atomic Radiac Detects. July 
Radioactive Material Gauges Thick- 
ness of Rubber Fabric Dec 
Radio, Two-Way, Speeds Materials 
Handling Nov 
a, Two- Way “Industrial, Pays 
ts Own Way in These Plants....Mar. 
mk. By, Pipe Cap, are Handyv....July 
Reclaiming Metal Strips, Cost Re- 
duced on perenne ..OC 
Records Storage Center, Plan g 
A New.—Now a Current Problem 


Recover ~~ pein in 
periment to 

Reel Holder 

Reflection Probiem, 
Solve ur ‘ 

Reflector, Radiant, 
ing Production 

Refrigeration—A Problem 
Insulating 

Refrigeration Engineering 


Here’s How to 
ws soe Apr 

Speeds Print- 
May 

in Re- 
Au 
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or 
b+ A. TD, BWnat's the ao 





‘0Ze: . Aug 
Roof, "Floating, Offers Many Con- 
struction Advantages M 
Roof, Just Brush ana Paint. eb. 
Roof Leaks, Preventing Hidden, 
with Asphalt Products Jan. 
Roof, Plant, Becomes a Lake Aug. 
Roof Tile Improves Plant Light- 
ing Conditions ....... 
fs, Metal, — Provide. ‘Light- 
ning Protecti if— 
= Machine. Saves Man Hours, 


Rubber Fabric, Thickness, 
active Material Gauges 

Rubbish Burning—Free: $15,000 pe: 
Year from One Boiler ... 

Rust Preventive Layout 
Belt’s Dodge Plant 


Ss 


Sabotage and Plant Protection 
Se 


Safe Reflection, Here's a 
Safe?,; Fire, What Makes a Plant... 
Safety a Game, Make 
Safety at Camden sounnceh 

es” Have It . 
Safety Bulletin Board . 
—, a Plant, Goes Into 


outa Device on "Big Presses Safe- 
guards Worker Dec. 
“Safety, Fire,” 
Safety Into Plant Layout, 
Can — 
Way Jan 
, Mechanical Teaches. Mar. 
, Oil Checked with Added....Mar. 
* Poster Helps Save Eyes ........Dec. 
Six on Punch Presses 
. Solvent . , 
, Work, Make Effective <oeeee AU 
Work. — Work with Pro- 
” tective Equipment Ju 
Salvage—How to Turn ‘Waste Paper 
into Hard Cash..... 
“from oid 


Speiis Cooperation Feb. 
Plant 


Salvage—New Lumber 
Hits Defense Jackpot sieuiidaii 
Salvage — ere’s Gold 
Thar Trash! 
Salvage Cleaning Line Cleans Up... -Sept. 
—- at Convair ree Off at 
¥ 
salvage” “Dollars Come from the 
Salvage — Precious. “Metais, Floors, 
Vents and Tanks Contain 
Salvage, Fuel pees aa 
serts Used to 
Salvage, Disaster, “with "MH Equip- 
Sept 





ment 
Salven, Naphtha, Purther 
Salvage, Oil and Varsol 
Thousands 
Salvage it, Don’t Throw It “Away » 
Feb. 
Salv age, ‘Scrap, ‘Economy. Linked at 
Westinghouse .. Sep 




















‘*Five times I asked him to move!’’ 


1951—PLANT ENGINEERING—Chicago, Ill. 





Salvage and Scra 
Salvages Millions, 
} ee 
Sai 
s 


Programs. 
troit Edison 
ing Metals from Waste... 
er, Coal, Figures the Bill.. 
Elevator Problem Solved 
Sand, Foundry, Reclamation 
Save Tin by Using Less 
a Return Added— 





—osts Sub- 


e 
scattolae x -~ > “Speeds Main- 
tenance Work Feb 
Scheduling and Planni ng Mainte- 
nance Operations ..... .-Mar 
School, Botler, Teaches Operators 
— in Self and Egquip- 
scrap Dive, ‘Lyon Metal's, is Suc- 
Scrap, Economy, Saivage, “Linked at 
Westinghouse see Sept. 
_.Sept 


Scrap Programs, “Salvage and.. 





























° 
Zou eND 








‘‘Don’t worry about your salary while 


you’re laid up, 
any.’’ 


Screwdriver for Confined Space Aug. 

Screws, For Ho.d ng Tight. «Oct 

Sealed Windows Mainta: n Room 
Temperature . 

Sea-Water Magnesia Piant Requi: es 
Close Control . ec 

Sec San Lockheed Zones Its ———., 
fo ov 

Seepe e, “Moisture, “How to Pre.ent, 
in Below-Grade Freezer .... 

Se f-Pr.ming Hook-Up F: atures Pant 
ew Disposal System at Boe- 
ng Dc 
earteaaniaagaan” and Regulatin: 
System Design July 
Set Screw, Grind, for Secure Ho'd 
on Shaft . «Nov 
Shaft, Si ippage, None Here. ..Mar 

Snaft Sleeves, Rep'eciag Worn, on 
Centrifugal Pumps wee Sept 
Shale Concrete, Expanded...... Sept. 

Share & Dohme, Planned Waste 
Disposal et 

Sheet Metal Is Sto ed in Books......../ A ug. 

Shipping Department Operations, 
Planned Layout ye tt <oninncnsosite 

Shoes Get Electric “Hotfoo' 

Shop Control Centers, Their ane 
tion and Management 

Shrouds Protect Equipment Against 
Elements .D 

Siphon, Curved, Drains Drum... 

Sit, Blast the .... Aug 

Skids, When You Want Flexibility 
—Put the Plent on ... 

Sling Chains—How They’ re Geea” 
and Tested at Westinghouse........July 

Sludge in Boilers, Use Organic Ma- 
terials for ...... July 

Smoke, Dutch Oven Chases Away... ad 

Smoke Here!, No . --NOv. 

Snow from Plant Yards, How a@ 
Crane Truck Remover . -.-Mar. 

Snow Simplified Job 

So'der Bars, Uniform, 
Casts . _ 

Solvent Safety ..Dec 

Sound-Proof Booth for No’ sy 7 hia . 

e 


Sound, Quilt-Rooms Detect. 

Space, Floor, When Scar ..No 

Spectroscope, Need One for a Lube 
Oil Sleuth? ..Oct 

Spout, Flexible, f Oiler ec 

Sprinkler or No Sprinkler? —‘That's 
the Question ....... Oct 


Jan 
Machine 
- Aug 


Harvey. There isn’t 
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December, 


Sprinkler Systems, i sd 
Sprinklers on eels... 
Stack—Well Unstack ed . 
Stainless Steel Is Really Hot When 
Worked at Minus 300 n 
Stamping, Rubber, of Babbitt Pigs . 
e 
Starting Bolts, For that Hard- to- 
get-at t : ‘ e 
Statistics, Everyday insite ting “May BR 
Steam Line, Service, Elevators........Sept. 
Steam Quality, Maintaining, 
Sohio Refinery No. 1 i 
Steam ‘Turbines .... 
Steel Products Manual 
Stockrooms!, No, Saves Northrop 
Time and Space ..Ma 
Stop-Watch - pitt ng at “Towle 
Silversmiths . a 
Battery ‘Repair, 
Storage, Flammabic 
quires Proper ....... 
Storage—Plastic Shrouds Protect 
Equipment Against Elements ..... 
Storage, Records, Planning a New 
Center—Now a Current emmcencces © 


Adhes.ve, Re- 
J 


Storage ‘Space Doubled 5 
Storage Tank That Swims... 
Stress, Plastic, Check with.. 
Strip Vinyl ‘Protective Coa ng 
Tool Reduces Time Required to... Oct 
Structures, Foundations of. BR 
Suggestion System Can Be 
to Work Better, The Ju 
Survival Kit, Civil Defense, Recom- 
mended for an Se 
Swing ——— to V-Belts, Save 


per yea 
Switch, Wire "Machine, 
Operation 
Switch, Voltmeter, Double Range. ‘June 


Switch Heater Banned Trains on 
Time : ~ Sept. 


ic 
Controls 
Mar. 





T 


Table Design Cuts sere cas ene Time 


Tailor Shop on Wheels... 
Take Your Pick 
Tampers, Three in One 
Television In Industry an 
Television Watches and Checks 
Pouring of Molten Steel.............. July 
Temperature, Room, Sealed Win- 
dows Maintain Oct 
Test Problems, Paint Company's. 
Instruments Help Solve. Sen 
Tester, Dry Cell 
Tester, Grease Sept 
Testing Chamber, Plant En gineer- 
ing Section Helps Install e' 
Thread Length, Pipe, For sheik 
Threads, New, Formine... 
— Wires, Split Funnel......... 
mb Screw Secures Vice Jaw.. ‘Aug. 
Tile, Asphalt, Preserver Reduces Floor 
Maintenance .... Dec 
Time and Mo%t‘on Study and Man- 
agement Clinic, Proceedi nee of 
the 14th Annval ‘ or 
Timestudy Data, How 
aa 
Tin, Save by Us ng Le 
Titanium—The Wonder 
Tools, Portable Electric; 


. Proper 
Careful Checking—June 
Tools, Portable Electric; III—Their 
Repair and Lub~ Oct 
Tools, Powder-Actuated, Time, Cost 
Analvses of -Mar. 
Tool Reduces Time Reauired to 
Strip Vinyl Protective Coatings....Oct. 
Torch, Cutting, Guide Wheel for....Apr. 
Towing Apparatus —. 
Freight Handling 
Towle Silversmiths, 
Engineering at 
Track Laying Time, Cradle Cuts .... , 
Traffic, Plastic Dics Keep, in Line ..Dec. 
Training Films, The Index of.Aug. BR 
Training People for Maintenance 
Work Mar. 





Training Tere, Company, De- 
veloping the ; June BR 
Tramrail System, ‘Tale of, and the 
Dividends It Paid 
Transformers, Finish Life of, Spe- 
cial Paint Doubles J 
Transportation, Vertical ........ 
Trap, Steam, Replacement Unit... ‘May 
Trash!, There’s Gold in That Thar 
Se 





Treatment, Water Supply, 
proved Plant Operations 
Trolley, Push-Button 
Troubleshooting, D-C 
Truck Attachment, 
duces Handling Tim ..No 
Truck, Mn * Semoves. Snow from 
Plant Yards M: 


Im- 
J 
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Truck, Fork, Attachment Saves 24 





Tube, Pneum 
Blueprint Handling ........ 
Tube System Speeds Ansiysis. 
Turbine Blades, Stroppin 
Turbine-Pump Combination, 
“Through-Put”" Increased by 


U 


U.S.Aj, Plant Engineer in, The 
U. S. Industrial sign Apr 
Ultrasonic Testing, Symposium On 
June BR 
Ultrasonic Waves, goons Shaver 
Heads Cleaned by . 
Ultrasonics . Oct. 
Unit Heaters — “Their Effective Use, 
Control and Installation.. Sept 
Unloading Raw Materials... 
Utilities Can Be “Had” At 
New Laboratory ........ 


V 


V-Belt Drives, Multiple, Engineer- 
Eee * 


Valve, Foot, Emergenc: 

Valve Key, Use Hand 

Valve, Pinch, Pinches Pennies.. 
Valve, Relief, Check a 
Valve Wheels, For 

Vapor Barrier for Cold- Waiter L- 


Variable §S 
Mill 

Vertical Transportation 
Vibration and Shock Isolation ‘ 
Vice Jaw, Thumb Screw Secures....A 
Viscosity and Plasticity Oct. 
——-_ Lower, Higher echaniascpnes 

ance with 
voltmeter Switch, Double Range.. “June 


W 


Walls Are Built Ly'ng Down 
War-Burdened ~ pst Policies 
and Controls in Jan 
bee Time Controls, What's Anead 


warnin, “Plag 
Waste tsposal, 
& Dohm 
Waste Disposai “Syst em at Boeing 
Self-Priming Hook-Up Features Dec. 
Wastes, Industrial Oct. BR 
Water Conditioning, Industrial, 
book of .Feb. 


“Planned, 


ector, Substitute .... 


Water E 
Damages Air a. 


Water 
Surfaces 

Water Intakes, Industrial 
mercial Diver s 

bay Proofing Canal, Roll rome 
Ow: , Jan, 

Water Screen, Intake 

Water Supply Treatment Improved 
Plant Operat'ons, How an 

Water, Waste, Removing O ls from 


ug 
Weeds, ‘Grassy, TCA Takes Cave ‘ot..J ‘ly 
We ghing In ..May 
Weight, Fill Drums By.. May 
Welded Studs, Use End, to ) Replace 
Broken Bolts ..Feb 
Welding Booth, Portable Jan 
Welding Machines Hung from the 
Ceiling ....... Apr 
Welding One from Three... * 
Welding Principles for Engineers 


Wells, Oil, Cementing, Calis for 
Special Material Apr. 
What's Happening in 
Hand, Use as Valve Ki 
"Split Frnnel Threads OC 
urtain Rod Solves Pesty 


oO 
Work-Factor Time Standards, Ab- 
breviated May B 
Wo-k sapien in the United States 
ar 


Durin ~ f 

Work Measurement System, Devel- 

opment and B 
Working Under Wage Stabiiization BR 


Fin; July 
Wrensh ‘Position, Paint Identifies....Apr. 


pd 


Re-BStyled.............00.00 00 
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We Advance Through Research but 
Keeps Us Going. By H. R. Meyer. 
How to Evaluate Centrifugal 
By Clark T. Shields 
Materials Handling ; 
Modern Washrooms Maximum "Service 
Minimum Maintenance By Gordon McCarty 
How to Maintain Motors and Generators. By ( 
How to Choose the Right Valve and Install It.. 
How to Figure Cost of Painting Steel Water 
By John M. Perryman ec she 
How to Use Paint to Control Heat. By Ralph WW 
Selection, Installation and Maintenance o ublic 
Systems in Industrial Plants. By C. W. Murf. 
Trouble Shooting in Pneumatic Tube Systems 
Sprinkler Systems Need Regular Inspection 
Zndv crial Steam in Packages 
rgineering V-Belt Drives Cut Maintenance 
By Frank H. Rumble ‘ 
Fiat Leather Belting Main tenance ay . 
Watch Those Floor Loads! iy ition, uu 
COLOR—The New Worker. By Thomas Traii 
aint Can Solve Many Problems in Industry.... 
ow to Insulate Plant Equipment. By Utley H 
ow to Install a Care for Chain Drives 
Btepless Speed Fluid 


Maintenance 


Costs 


"Brad 


iations with Drives. . 


Refr igerating Machines. 


with 


G. Grant 
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. Nov. 


Nov. 
. Nov 
.Nov 


. Nov 
. Nov 


Tanks 


Emmerson. 


Address 


Stiles... 


Gaylord 


Smith... 


djusting Power ‘Deiee Speed to Load Requirements. ‘ 
ow to Make Bearings Last Longer. By H. O 
“ = “Bo th 


ylving Problems of Vibration Control. By R 
and Donald 
How to Keep Steam 
To Get Right Pump for the lob 
By Roy Carter and I “Karassik 
How Molten Metal Mi akes enats 8 


1948 


Plant Engineer 


ance 
Traps at Peak Efficiency 
te Find Pipe F 


‘By H 


> 


What Is Daylight Worth to the 
By J. L. Tugman soe 
To Get Right Pump—Figure Losses in 
By Roy Carter and I, J. Karassik is 
Where Glass Pipe Fits in Industry. By R. L 
Where Diesels 
Unit Heater Maintenance vler Hicks 
How to Set Up Tr 
By George A. Larsen 
How to Use Tools on Ball 
By H._ O. Smith 
Solving Problems on Vibration Contre By R. L 
and Donald H. Vance... os . 
Here’s a Sanitation Program with a Purpose and 
By W._H. Miller... 
Tips on Practical Pipe 


Valves 


and Roller 


Rearings 


Fitting. By Thomas 


158 December, 


ward B 


and Fittings. 


Trail 


riction Li sses. 
Dec. 


atsford.... Dec 


Jar 


an. 


Caliard 
Are Cutting — Operating Costs..... 


aining AM. for Instrument Men 


Booth 
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Wooden Industrial Floors-——Their Installation and 
By George Ransom. . 
Hoss to Weld and Use Brass and Copper Pi ipe. 
ay . Vreeland. 
Orgasic Solvents—The Right Way to Handle Them 
By Lillian Gordon. 
Selection, Installation and Care of Electric Water Coolers. 
Modern Construction of Industrial 
Selection and ae of Fluorescent Lamp Ballast 
By C. Hayes. 
How Variable Speed Drives ; Speed Up Operations. 
By Harry E. Brooks. 
Fundamentals of Bearing Lubrication.. By Carl Thomas. 
How Modern Men Use Modern Building Materials... 
Industrial Insurance. By Frederic Oakhill 
Factors in Refrigerating Machine Room Location. 
By erry Mitchell.. 
The How and Why of Steam Trapping. By H. G. 
How to Construct Pads for Small Machines. 
By P. E. Kavanagh 
How to Tie Up a Buildin 
Organized Welding. By McAuley 
Guides to Better Seating » E. 7 
Match or Misfit? The Centrifugal Pump \ vs Its System. 
By Roy Carter and I. J. Karassik 
Dont Create Dust Explosion Hazards. By H ilbur -S 
Getting a New Freight Elevator? By HW’. W. Bryant 
Static Elimination ‘ 
Check Valves—Traffic Cops of the Pipe Lines 
By H. J. Bartlett ‘ - 
Industrial Railroad Crossings. By John Ruedisueli 
Industrial Doors Are Tools in Your Plant.. 
How to Make Various Stub Connections. By ( 
How to Do Rigging in the Small Plant. By H. B 
Doing the Impossible with Industrial Vacuum 
Characteristics of Rubber Vibration Mounts. 
By Theodore S. Rowe 
Portable Pipe Machines- — Maintenance and Care. 
By Robert B._Pealer 
Handling Made sier, Safer and Less Costly 
Keeping Tab wi Industrial. Scales. 
\ Master Meee ‘Looks at the Storeroom. 
The Organizati f a Lubrication Department. 
By James Gravenstreter 
Exhaust System for Precious Metal Recovery 
Care of New and Used Paint Brushes. an 
Fan Repair Saves $4,398 y Francis Eckert.. 
How to Use Scale Mod-'. for Easier Planning.. 
How Keep Floor Low: Within Safe Limits 
By illiam Gaylord 
mE. i fal Insurance-Policy 
Maintenance and Checking of Fire 
Ry O. W. Stewart 
Simplification of Construction “and Remodeling by 


Stud Shooting : - 
Care and Use " Hand Pipe Toois, By R. B. Pealer 


Upkeep 


By Bruce. 


Restrictions. By "Frederic 
Fighting Equipment. 
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To Eliminate Fires: Eliminate the Causes. By O, W. Stewart... 
pretension of Portland Cement 
T Know-How of Car Loading. By H. R. Been.. 
Solution Cleaning of Floors and Walls. By R. L. Fiske 
Process Heat for Better Canned Tomatoes. By Arthur ri "Conte. 
Radiant Heated Road is Free from Snow 
Metal as Practice at Willow Run. By D. D. Herrman. 
The Role of Arc Welding in Remodeling Machinery. 
By Robert ; "Jeschke and Howard Sechrest. 
Softening Diesel Engine Cooling Water 
Selection of Greases for General Plant Use. 

By H. ORE 

Electrical sr eee Problems Connected with Their 
3 ¢ : 
Stew to ‘Keep Fit and Comfortable in Hot Weather. 

By Ernest A. Dench 

Heavy Rigging in the Plant. By H. B. McDermid. 
Practical Machine Installation on Felt Floor Pads. 
. £. Kavanagh. ; 
How to Have Attractive Lawns. By Edward P. B, Laurence 
How to Use and Install Check Valves. By H. J. Bartlett. 
Interior Scaffolding for Painting and Cleaning.. 
Provide Preventive Maintenance for Elevators Also 
y P. E. Kavana, 
To Radecs Costs Use Modern Handling Methods. 
By Wilbur G. Hudson ‘a 
Installation and Maintenance of Compressed Air Receivers. 
By Tyler Hicks Sub 
Purification of Industrial Air, By Robert H. Emerick 
Efficient Motor Bearing Lubrication. By Carl Thomas 
Before Painting Metal—Condition it with Flame. 
By N. H. “an 
Roofing Maintenance and Repair. By J. S. Slicer, Jr.. 
Installation of Glass Block Panels..... ‘ 
Power Circuit Layouts for Heavy ne 
By Merle P. Spurrell ‘ 
Soldering Can Be Ez 
New Ideas in Plant Facilities, Constraetion and Lighting. 
Transferring Plant Operations Without Loss of Production Time 
Heating and Ventilating Show Advancements 
Coordinated Materials Handling Operations apes | Production 
Solving the In-Plant Feeding Problem. an 
Maintenance—A Fine Art Which Cuts Costs 
Sugoresiag ee and Shock in Direct Mixing ‘Heaters. 
'y Wilham R. Olsen 
Insulation of Heat Exchangers. By J. C. 
Making Air Duct Calculations Easy. By Thomes “ii. Jackson 
Make Your Inquiries for Centrifugal Pumps Compr te 
By Igor J. Karassik and Roy Carter 
Installation, Maintenance of Industrial Flooring. 

y Lambert T. Erickson 
Centrifugal Compressor Drives. By C. T. Shields.............. 
Vacuum System Conveys Granular Plastic at Shawinigan Resins. 
Good Industrial Housekee ; 
Grouped Cable—Testing, allation and ae ment 

'y R. H. Oppermann “ 
Electric Heating Costs for Industry. 
This Jig Makes Angle Welding Easy.. 
Check That Electrical System for Accidental Grounds. 

By R. Loew 
Watch Those Belt Drives. By Herbert Bouton... 

Make Your Inquiries for Contes Pumps Complete 

By Igor J. Karassik and Roy Carter oats 
Maintaining Industrial P Efficiency By Carl Thomas.... 
Flexibility in Wiring Saves "Time, Money. 

"lant Engineering as a Profession. By Richard H. Morris 
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‘*That’s where Frisby broke his bridgework and Lusby 


misunderstood the order.’’ 
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New Method of Storage Tank propose By Fritz Kramrisch.... 
Sand Protects Metal from Sand. H. B. McDermid... D 
Adjustable Scaffold from Scrap Materials. By Philip J. Smith. . Dec 


1949 


Metallizing—New Parts from Old. By John E. Wakefield 
Selection, Use ond Care of Tools. By Thomas Trail... 
Industrial Li bting Installation 
ey a Package Steam Generator Plant 
‘alph S. Franklin 
Materials Sentiag Is Now a Dominant Factor in Industry 
By Sidney Reibel 
Flow Process Charts as Used in MH Problems. 
. Maynard resus és 
Depreciation and Obsolescence Factors Affecting MH 
y B. W, Whitehurst 
Sell Top Management on Materials Handling. 
By John 7 
MH Cost Control Records for Current and wuts Use. 
By Donald W. Pennoc > 
Loading Docks Are What You Make Them. 
Conveyors and Controls for Mechanized F 
By Themes E. Hanson 
Heavy Riggi in the Piant. By H B. Mc Dermid 
Automatic rication Can Be Metered for Small Machines. 
'y Bemnite A. Westbrook 
Factors Affecting V-Belt Efficiency 
Selection, Use and Care of Tools. Thomas Trail... 
Salvage Is Big Business. By F. J cLaughlin 
Fluorescent Lamp Operation. By John Foster. >. 
How to File Catalogs Systematically. By John D. 
Radiant Heated Ramp Keeps F Traffic Going. 
By Arthur vente ell 
Raising the Roof—Scotch Style 
Industrial Fencing—Selection, Installation, Maintenance 


Fuses—Proper Installation, Testing and Maintenance 

By Howard Podeli j 
Standing Orders for the Plant Fire Brigade. By W. H. Fischer. . Mar 
Rats—And How to Control Them in Industry. 

By Alvin _R. Jacobson vies kei espe a. SOs 
Instrument Service—PM or PM. By C. F. McVoy............Mar. 
The Use and Care of Wigwam Refuse Incinerators. 

By John D. Lyali 
Planned Matsiananes of Water Heaters. By Tyler 
Why Reactors Are Used in Industrial Power Systems 

By H. J, 

Consrotings Deposits in Industrial Piping. By A. 
Surface Treatments for Protection of Concrete Floors. 
Floor Machine Gets Elevated—It’s on the Roof, Now 
Examples of Good Maintenance Welding. By C layton B He rrick. 
Play Safe When Cleaning Gasoline Tanks. By Ellis Locher 
Why Music Hath Charm—and Profit. By Gecree W. Dyson.. 
How to Start a Preventive Maintenance Program for 
Electric Drives y Marion A. Jensen . June 


Installing and Aligning ye Machinery. By R. A Campbell. : June 3 
ai 


Speeding Up a Maintenance and Lowering Costs. 

By Carl R. O ch ....June 
What Is a Labor Dollar Worth in Capital Investment? 

By Richard J. Wolf .June 


Industrial Water Tank Maintenance. By “Tyler G. Hicks. ..June 3 


How to Combat Algae in Industrial Water Supplies, 


By Clarence E. Taft tpsihencsaeee B 


Plant Heating Controls Save 60,000 Man-Hours, $30,000 in 
Fuel Anrually. By J. J. Novotny. 
Plexiglas in Overalls or White Tie and ‘ 
Factory Fire Prevention at Underwood Corpora ation 
By W. > : uly 
Instrument Installation and Maintenance July 
How to Start a Preventive Maintenance Program es Electric 
Drives, Part Il. By Marion A. Jensen 
Safer, Better Light dar Paint Room. By Duncan Preston... July 
A Plant Engineering Department Considers the Case for 
Overhead Handling. 'y Alan S. Compton sae 
Removing Stains from Concrete 
Anot'er Safe Fluorescent Tube Destroyer. ‘ 
Lubricants—Their Storage and Handling ty A. PF. Au 
Humidifie.s—Cut Costly Dry Air Losses y Tyler G. Hicks, . Aug 
Metal Stacks—Anchoring, Inspecting, Protecting 
By H. A, Sweet ‘ ses Au 
How to Determine Secondary Floor Stre gths. By R. - Aug. 
Fundamentals of Radiant Heating Systems.. pore ME "3 
Storage Battery Charging. By J. D. Hunts berger Aug. 


When You Handle Lumber Do It Econemically : .. Sept. 3 


Paper Work CAN Simplify Maintenance Prog: ams 
Retreading Walking Areas. By Jolin E. Wakefield.. 
This Method Helps Speed Suspended Ceiling Construction. 
How to Build Safety into Transformer Installations 
B ippermann 
— and Maintaining ving Step "Ladders 
= J. Lander ivan 
sipzia Maintenance by Coniceck Be Encourage 1? 
Avoid Stream Pollution and Do It Cheaply......... ‘Sept 
Protection—An Important Functior of Control Equipment 
By R. W. Smeaton eee a ; 
How Foremen’s Seatings Help in Maintenance Work. 
By John D. Breeding 
Selection and Supervision of the Guard Force. By WH. Fischer .Oct. 
Rigging—Gin Poles, Shears and Tackle. By H. B. McDermid. .Oct. 
How Factory Elevator | nec Are Fitted to Production 
By Eugene E. 0 r 
Tailor-Made—A Sim lifted Preventive Maintenance Sy.tem "for 
Control of All Plant Equipment. : det. 
A Workable PM Program for Heating Systems 
By J. J. Novotny 
te Room Layout It Should Be 
Clutches and Couplin; : 
Make Electrical Distri ution Fit Your Specific Conditions 
By Wilbur J. Fleig nad Sweuned 
Resurfacing Concrete and Wood Floors . 
How to Remachine Eccentrics Without Dismantling Them 
By W. J. Crowley and A. S, Compton <s ‘ 
Heat Conservation as the Plant Engineer Directs It 
By J. Higman and Wm. B. Pride 


Jet. 
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F, Cuttino as ..»Mar. 2 
A Louvered Ceiling for More Light, Less Glare... aye ..-Mar. 3 


Dr cae tee A eo ening Se: ‘Hoe. < 





By er 
How to dee Centrifugal Pump Materials That Can Take It. 


By Igor J. Kerassik and Roy Carter.. 
Install the Kind of Outdoor Lightin That Pays Off 
By R. J. Swackhamer and J. P. Rutherfoord 


1950 


Parking Lot Problems Here Are Some Practical Answers 
By W. H. Fj neh agie 
Should Maintenance by Contract Be Encouraged? 
Plant Waste Segregation Cuts Its Disposal Costs... . 
Maintenance Welding Planning Equipment, and Operation. 
By Frank J. Gaydos 
How to Cut Industrial Costs with Diesel-Electric Switchers 
By A. B. McMillon 
App hp and Care of V-Belts. 
R. B. Randolph and J. C. Parfitt . 
Plant Drinking Water Systems Need Careful Pianning. 
y Tyler G. Hicks 
Movable Partitions 


Paint Is Expensive! Here’s How to Store, Mix and Tint It....F. 


Ciposing an_ Industrial Fighting System. 
By Tugman and E. A. Linsda 
PR AOL" Air Conservation. By William J Connell 
Selection, Use and Care of Tools. By Thomas Trail 
Kick the Fumes and Dust Out But—Save the Heat. 
By William W. Gaylord 
Modern Laboratories hee Tools for Production 
How to Standardize Instrument Calibration in Your Plant. 
By George A. Larsen 
What the Fiant Engineer Should Know and Do 
About Lubrication. By Jack C. Stewart 
Files—Should They Be Resharpened or 
Tough _Maintenance Problem Solved by Cooperation. 
. L. Crossett and gwd Mikolic 


Seleeeiow, <= pm Care of Tools. By Thomas Trail 
Industrial Waste Pollution Must Be Eliminated. 
: impson ° 
Conduet a Plant Survey, Save Compressed Air. 
By William J. O'Connell 
Correct Air Distribution—Important in 
Air Conditioning Systems. By Honerkamp 
Testing and Adjusting Pressure Gauges 
y W. Elwood Rossnagel 
Plant Washroom Designing. By . H. DeVore 
Three Basic ae in Plant Layout. 
By G. W. Wallac 
Shooting the Roof Heips Trim Building Costs......... 
Layout and yuspsing of Plant Voutiating Systems. 
y Tyler G. Hick 
“Watch the Details Secret of 
By W. H. DeVore 
Some Facts the PE Should Know Abo 
Centrifugal Refrigeration By Harold Woodhouse 
Tachometers—Traffic Cops of the RPM. 
By Carl F. Kirchofer .. 
Pertinent Points to Consider in Roller Chain Applications. 
'y Joseph Joy 
Tools, Techniques in Finishing Sprayed Metals 
:. Wakefield 
Its Cost and Its Maintenance. 
Smart secs 


300d Washroom P lanning 


A high level of uniform lighting 
from continuous rows of industrial- 
type fluorescent fixtures suspended 
from the ceiling eliminates the need 
for inspection lights at work level in 
the weave room of the Judson Mills, 
Greenville, South Carolina, a nylon 
and rayon plant of the Deering- 
Milliken Company. Planned by 
Plant Engineer W. T. Watson, in 
cooperation with Robert McClellan, 
Field Representative, Sylvania Elec- 
tric Products Inc., lighting for this 
300 ft by 400 ft area consists of two- 
lamp Slimline 8-ft HFFS-296 and 
4-ft HFFS-248 units which have 
weatherized top housing and porce- 
lain reflectors. They provide a main- 
tained lighting level of 54 foot- 
candles. Former units furnished a 
lighting level of 17 footcandles over 
the general area. Fixture rows are 
on approximately 7% ft centers and 
are mounted at a height of 13 ft 
6 in. from the floor. Individual 4-ft 
sections installed under air-condi- 
tioning ducts are mounted at a 
height of 12 ft. 


vind cecapeleddes cadet osama May 


eb ecdettes oecsaeetseercepees May 7 


Selection, Use and Care of Tools. By Thomas Trail 
Maintenance of Roofs, Walls and Ficors. 

By William P. Sheehy and Thomes C. Richards 
Layout and Planning ef Fiant Ventilation Systems 
Safety Valves—Testing, Installation, and Maintenance. 

By W. Elwood Rossnagel . 

\ none PE _ Another Look at His i 
Fred G. 4 <oee ‘ wat 
lodeetrial 8 EE “Comparis m of Weights, 

Sizes and Costs By C. F. Vaughan . 

Here and There with the Maintenance Man. 

By Thomas Trail 
In Conveyor System Planning Guard Against the s, Sreemneneee 

By Wilbur G. Hudson 
Compressed Air—A Case Study 

y E. C. Powers 
An Intercom That “Plugs In” . 
Practical Air Conditioning Maintenance By John Foster 
Maintenance Is Vital—for Instance, at Du Pont's 
Sabine River ‘ 


Lubrication nae with the Silicone Greases. 
By C 


Tools Needed in “ae ‘Large Instrument Shop 
By Francis S. Becker 
Plaster and Sdesonry Fastenings R 
Electrical Modernization Calls for Ingenuity 
By Wilbur J. Flew . ike ‘ weees 
How Good Analysis Saves “Power Transmission Dollars. 
By William J. O'Connell 
Armco Safety Training Crane By E£. Ba aor : 
The “Flexible Plant” Can Be Achies 2d Only by “Planning. 
By R. M. Francis 
How to Build Protection into Bus Duct Systems. 
By T. Evans . 
Grouting Practice By Leon A. Watts 
Selection, Use and Care of Tools By 
“We Made It Ourselves 
How Graphite Whips Tough Lubrication Problems. 
By Alden Crankshaw 
Procedures and Personnel in Small Plant Maintenance. 
By . Bruce .. 
Take Time’ Now to Check Up on Plant Paint Maintenance. 
How to Build Protection Into Bus Duct Systems, Part 
By J. T. Evans 
Mentality or | 7 —— phd 
By Gilbert Lindgr 
Cost Control—Wit “Monthly Operating Statements. 
By Albert J. Sovdat exe 
Glass Can Do a Lot of Things... 
Plant Parking Lots By A. M Eliiott 


Glazing Innovations Cut Building Costs at Midvz ale "Steel Co.. 


Maintenance Is Big Business and Its Tools are Big Machines. 
Mechanical Palletizing Saves the Work of Eight Men.. 
How to Build Protection into Bus Duct Systems, Part 
By J. 7, Beane. «..8s sdaed 
Plant Protection Is Your Problem in Civil Defense. 
By Frank V. Martinek ; 
Lubrication Surveys 
T. Richard Young ..... 
Grouting Practice By Leon Watts 
The Snow Fence, Its Industrial Use and Application 
Overhead Tiering with a “Stacker Crane 
By Fred A. Miller .. ep Pe 
How to Evaluate a Crane Proposal "By F. M. Blun 
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